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1 and mould it. 
WE: workmen of the Mint have ſhewed, to make you believe that rhey could cou 


very long time being required for the forgi 


© Hereas ſome men doe object, That the Money Coyned aſter my way 
Ws can be counterfeited; I doe anſwer , Firſt, That the Engines that are 

WAS uſed in my way are fo big and heavy, being about 2000]. weight, 
and fo difficult to be made, and afore thy are perfected, onght to got 
through ſo many hands, that the great expences requiſite thereunto, 
to undertake, the tick not being willing, and the poore being 
mable to lay dit fo much Money for an üncertaine profit; beſides the hazard of 
being diſcovered by the privity of ſo many men, through whoſe hands the Engines 
ought to paſſe before they are ſerviceable. Which affords me another Anſwer, Thar 
the Engines imployed being fo great, as aforeſaid, they doe require a very large room, 
and a great number of men to worke about them, and conſequently no private man 
can underrake the ſame without being inſtantly diſcovered. Whereas the Money that 
is Coyned with the Hammer, requirigg but ah Hammer and two Stamps, which can 
caſily be hidden and carryed in a mans pocket, it is moſt eaſie to counterfeit the ſame, 
and that ſecretly, yea any man that can grave, can make himſelfe with very little coſt 


— 


whatſoever is requiſite to Coyn with the Hammer; all which is prevented, as aforeſaid, 
by my Invention. 


Some doe reply to that, That the Money Coyned by the Hammer cannot be eaſil 
counterfeited., becauſe of the noyſe that ought robe made in the Stamping, which 


not happen in the Preſſe or Mill. Lanſwer, that every Gun · ſmith or Lock-ſmith, or 


any other that makes uſe of ſome big Vice, can with two ſmall Stamps Coyn the mo- 
ney in the ſaid Vice without any noy ſe, by preſſing the ſame at ſeverall times: but 
if they were but to marke all the pieces at due ſtroke, as in the ſaid Blendees's Inven- 


tion ĩt ought to be, then it is impoſſible to doe it without ſtrong and heavy Engines, 


as aforeſaid. 1 
Some doe object, that it can be moulded; But to this I returne no anſwer, for itis a 
thing knowne to all underſtanding men in the way. of moulding, that it is abſolutely 
prevented by my Inyention. 
To objecd that it can be clipped, is no leſſe abſurd then to ſay, The Sun is dark, or 
the Fire cold; and therefore I paſſe over that objection, becauſe it cannot be clipped 


without taking away the lettets ot marłs, that are about the brim, which would cafily 


be diſcerned. 
Becauſe the Money Coyned with the Hammer cannot be made exactly round, nor 


. equall in bigneſſe, it gives a great facility to the Clippers, it being very hard to. diſ- 
cerne betwixt a Clipped peece, and one that is not Clipped, unleſſe it be by weighing © 


of them: And it is the ſame reaſon, why it is eaſie to the falſe Coyners to counterfeit 


the thickneſe ofthe brim, which 


« ? 
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them fay,that they were Copnad d with the Engins and Tools, that are in the Tower, 
which are big and heavy,as aforeſaid; And a halfe Crowne cannot be marked, bur y 
five or fix vans pe gh never ſo pry Skilfull eee _ uſe 2 che 
quantity of peeces they could Coyne in a day, could not get their living thereby; 4 
bas A wy - 4 the Braſſe e Lee of the three 
ilvet peeces neceſſary for each peece of falſe Coyne, which three Silver peeces ought 
to be Souldered above and below and about the Braife pu and ſeverall other fa- 
ſhions being required thereunto. Moreover the money being ſo patched of ſeverall 


peeces, one at the top of the orher, they will give no ſound, ſo that a blind-man may 


* 
_— 


eakily diſcerne whichis the falſe Coyne 
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